' 
| 
| 
| 


i adie ales 


f 


ee 


—a 


ACLEOD 


2 GALA DAYS-MANY ENTRIES-SUPERLATIVE ATTRACTI 


PIONEER DAY PROGRAM AT 
ORTON BIG SUCCESS 


Pioneer day, July 24 was celebrated 
here by the entire community and the 
program for the day was carried out 
quite successfully from every angle 
excepting in the children’s amuse- 
ments, where an accident occurred, 
when Wallance Orr, young son of 
Mr. and Mrs. W. E. Orr fell off a 
teeter totter and either broke or 
sprained his arm. 

The success of the day's entertain- 
ment was largely due to the 
interest of the various committees 
who had charge of the different at- 
tractions. 

At eleven o'clock a large audience 


Commencing 30th July the un- 
dersigned will remain open for busi- 
ness every Wednesday afternoon un- 
til 3 o'clock. 

Union Bank of Canada. 
The Canadian bank of Commerce. 
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PROFESSIONAL CARDS 


MEDICAL 


G. S. MILLS, D.D.S. 
Dentistry 
Office, corner 27th St. and 4th Ave 
Macleod, Alberta 
Phone 162 
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assembled at the school house and 
were well entertained, seemingly, by 
the following program: 

Opening song, by congregation, 
“Utah the Queen of the West”; invo- 
cation by P. J. Hornberger; song, 
“Come, Come Ye Saints”; opening re- 
marks by F. J. Svenson; reading 
Ernest Orr; song, Delta and Helen 
Sillito; literary selection, Cassie Mc- 
Murray; story, Bishop W. R. Parker; 
mandolin solo, P. McMurray; recita- 
tion, Anna Svenson; literary selec- 
tion, Myrtle Parker; song, Joseph 
Sillito; recitation, Lawrence Sillito; 
boys’ chorus by Boy Scouts; recita- 
tion, Freda Svenson; pioneer remin- 
iscences by Caroline Orr; speech, 
Josiah Orr; closing song, “God Be 
With You”; benediction. Geo. Sillito. 
A splendid lunch was served at the 
school house, also a good supply of 
lemonade, 

The afternoon attractions were 
pulled off on the village square where 
a bowery was built by the Boy 
Scouts which furnished a haven of 
rest for those who were not busy with 
the various features of the program. 
The races and baseball were the 
principle attractions of the afternoon, 
Monarch came over short handed and 
made up the shortage from the fans 
here and had a rather uneven game 
the score resulting 9 to 3 in favor of 
the home boys. 

AL RITCHIE GOES TO JAIL; 4 

MONTHS 


Cried Like a Baby—Judge Calls Him 
a Big Coward 


Al Ritchie, the strong man at Mac- 
leod during the Jubilee was sentenced 
to imprisonment for four months with 
hard labor, and deportation, at 


NOTICE TO CREDITORS AND 
CLAIMANTS 


In the Estate of Alfred John Gaunt, 
late of the vicinity of Macleod. 
Soldier, deceased. 

Notice is hereby given that all 
persons having claims on the estate 
of the said Alfred John Gaunt, who 
died on the 13th day of August, 1917, 
are required to file with the under- 
signed Administrator of his Estate 
by the 28rd day of August, 1924, a 
full statement duly verified, of their 
claims and any securities held by 
them, and that after that date the 
Administrator will distribute the 
assets of the deceased among the 
parties entitled thereto, having re- 
gard only to the claims of which 
notice has been so filed or brought to 
its knowledge. 

Dated this 16th day of July, 1924 
THE TRUSTS ANG GUARANTEE 
COMPANY LIMITED 

220 Eighth Avenue West, 
Calgary, Alberta, Canada. 
H. A. HOWARD, Manager. 
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Board or the Goverrnment of Alberta. 


Teachers in Summer School 
A total of 425 teachers fram all 


Regina, on Thursday, following his 
conviction on a charge of committing 
an indecent assault upon “Mildred,” 
a member of his troupe. 

It transpired at the trial that Mil- 
dred was not Ritchie’s wife, although 
they had been living together for sev- 
eral months, Ritchie admitted he had 
a wife and child somewhere in the U. 
8. 
Ritchie cried like a baby while the 
trial was in progress, and the magis- 
trate referred to him as the biggest 
coward he had ever seen, Mildred has 
been sent home to her parents, who 
reside at Nanaimo, B. C. 


POSTMASTER 
APPOINTED 


NEW IS 


The position of Post Master for the 
Town of Macleod, has now been filled 
by the Civil Service Commission, 
their selection being Frank P. Walsh. 
The new appointee is a well known 
farmer in Macleod district, farming 
with his brother about 3 miles north 
of Macleod. He is a returned boy, 
having been one of the first con- 
tingent to leave Macleod for France, 
and was invalided home minus a foot, 
which he left over in France. The 
selection of the Government is a very 
popular one in Macleod, and the new 
postmaster carries with him every 
good wish for his success in his new 
undertaking, from the populace of 
Macleod and district. 


PPROPOSAL TO HOLD 
WORLD'S FAIR 


Further details as to the possibili- 
ty of holding a world’’s fair in Van- 
couver in 1927 were discussed by a 
special committee, chosen by Mayor 
Owen following the initial meeting 
at the Hotel Vancouver in April, 
which met at the mayor’s office in the 
city hall last week. There was no de- 
cision made as to when the public 
meeting to discuss the matter will 
be held, but it is expected that the 
general discussion will be held some 
time during the next month and pos- 
sibly within the next two weeks time. 


parts of the province have been in at- 
tendance at the teachers’ summer 
school at the Alberta University. 


SS a= 


MORTGAGE SALE 


Pursuant to the Order of His Honor 
A. M. McDonald made the 21st day 
of July, A.D. 1924, the following 
lands and premises namely; Lot (16) 
Sixteen on the South side of (19) 
Nineteenth Street West of Fifth 
Avenue in the Town of Macleod) 
according to a plan of record in the 
Land Titles Office for the South Al- 
berta Land Registration District as 
“Plan of the Town of Macleod” will 
be offered for sale by Public Auction 


“lon’Saturday the 9th day of August, 


A.D. 1924 at the hour of twelve 
o'clock noon it the Court House at 
Macleod in the Province of Alberta. 

There is a comfortable eight room 
cottage in good repair situated on the 
said Lot and the said Lot is fenced. 

The property will be offered for 
sale subject to a Reserve Bid, and 
subject to the reservations contained 
in the grant from the Crown and in 
the existing Certificate of Title, and 
subject to all rates and taxes due and 
owing on the said land. 

Terms of Sale 10% in cash at time 
of sale and balance within sixty days 
without interest. 

Further particulars may 
from the Auctioneer or 
undersigned Solicitor. 
Thos. B. Martin, 

Solicitor for the Plaintiff, 
Macleod, Alberta. 


be 
from 


had 
the 


R. L. Hackett, 
Auctioneer, 


Macleod, Alberta. 
Missing heirs are oseing sought 


throughout the world. Many people 
are today living in comparative 
poverty who are really rich, but do 
not know it. You may be one of 
them, Send for Index Book, “Missing 
Heirs and Next of Kin,” containing 


carefully authenticated lists of miss- 
ing heirs and unclaimed estates which 
have been advertised for, here and 
abroad. The Index of Missing Heirs 
we offer for sale contains thousands 


of names which have appeared in 
American, Canadian, English, Scotch, 
Irish, Welsh, German, French, Bel- 
gian, Swedish, Indian, Colonial, and 
other newspapers, inserted by law- 
yers, executors, administrators, Also 
contains list of English and Irish 
Courts of Chancery and unclaimed 
dividends list of Bank of England. 
Your name or your ancestor’s may 
be in the list. Send $1.00 (one dollar) 
at once for book. 
International Claim Agency 
Dept. 746 
Pittsburgh, Pa., U.S.A. 


Adv. 
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“He promised to bring me a bunch 
of blue ribbons.” 


No doubt there will be many such 
promises, made during the next few 
days, from the many exhibitors, who 
are showing their splendid specimans 
of horses, cattle and other stock at 
the Macleod Fair, on Wednesday and 
Thursday of next week. Not only 
is there blue ribbons to be won, but 
many other valuable prizes in cash 
and kind. Also there is one sure 
thing every “Johnny” who exhibits, 
or makes entry for any class in the 
Macleod Annual Fair and Exhibition, 
will have every opportunity of win- 
ning a prize, as it is a square deal 
for all, and the best man will win. 


The Fair this year promises to be 
one of the best in every way, both 
as to exhibits and attractions. ‘ 

There is an A. 1. program of 
sports and races, with attractive 
prize list that will bring many entries 
from owners of thoroughbreds, and 
there are other equally attractive 
awards for running races, tug’o war’s, 
and athletic events. One of the main 
attractions is the big baseball tourna- 
ment, which will feature two games 
each day of the Fair, and every 
game will be worth seeing, a real 
battle to the finish. 

Arrangements are already made 
for jollification during the evenings 
of the Fair days, these are in the 
capable hands of the girls of the 
Scarlet and Gold Club, who will look 
after things in this line at the Big 
Hudson's Bay dance pavilion on 24th 
Street, also the now famous Macleod 


grams of up-to-date music both 
Wednesday and Thursday. 


Brass Band will give special pro- 


on 


The President, Secretary and other 


officials are now working hard to 
make Macleod 1924 Annual Fair, the 
best ever, and 
residents of Macleod and district will 


it will be, if the 


get behind 
BOOST. 


in solid formation and 


All particulars regarding the Fair 


and Sport program, can be furnished, 
and will be given on asking Secretary 
Gardiner, or phoning up his office, on 


Main Street, 

Don’t forget by paying one dollar 
and a half, you can secure a year’s 
membership to the Macleod Agricul- 
tural Society, also it assures you free 
admission to the Grand Stand and 
Grounds at any time, and as many 
times as you please during the two 
days of the Fair. This membership 
ticket business is worthwhile con- 
sidering, as it is a great convenience, 
also a money saver. 


Don’t forget the Date, Wednesday 
and Thursday August 6th and 7th. 
Two big glorious days, when Mac- 
leod district can show with pride 
their grand display of the best in the 
West, in cattle, horses, pigs, sheep, 
poultry, every class of stock, and 
their wonder productions in grains, 
grasses and other classes. 

Get your entries in Mr. Exhibitor, 
and bring home the ribbons from the 
Macleod 1924 Fair. 

“To tie up her bonny brown hair”. 


EMPRESS. THEATRE 


CURRENT ATTRACTIONS 


, BOHEMIAN LIFE WITH 
SNAPPY FRENCH DRESSING 
IN NEW RELEASE 


Beautiful Models, Cafes, the Boule- 
vards and “Latin Quarter” of 
French Capital Shown 


The settings and scenic effects used 
in “While Paris Sleeps,” which comes 
to the Empress Theatre on Friday 
and Saturday are considered the most 
artistic and realistic achievements 
that have ever been developed under 
the master hand of Maurice Tour- 
neur, 

The story is laid in Paris, and no 
effort or expense was spared to re- 
produce an exact replica of the 
streets, boulevards and cafes of that 
famous French city. 

What is considered one of the fea- 
tures of the picture is an elaborate 
street scene in which can be seen the 
quaint and picturesque streets lined 
on either side by typical French shops 
and cafes are seen gleaming through 
the night with members of the 
populace rushing hither and thither, 
and an occasional cab making its way 
through the narrow streets. As one 
gazes on this colorful scene it is 
difficult to realize that it represents 
the handiwork of a motion picture 
director, and not an actual French 
street with its buildings, that have 
been literally transplanted to the 
studio. 


save money by seeing this picture, 
“While Paris Sleeps.” Mr. Tourneur 
is a stickler for dealism and insisted 
on the masonry and walls of the 
buildings being built of solid brick 
and cement. ; 

In the ballet scene an entire com- 


pany of dancing girls cavort on 
stage fashioned in typical French 
style. Many of the girls who took 


part in this scene have actually ap- 
peared in revues in Paris cafes and 
cabarets and they expressed them- 
selves as experiencing a slight twinge 


Jatmosphere which prevailed through- 


out the filming of the picture. 

“One of the most difficult effects to 
create,” said Mr, Tourneur, “was in 
the Mardi Gras scene. This carnival 
is typical of the French and its effect 
depends a great deal on the whole- 
hearted manner in which the per- 
formers throw themselves into the 
part. It is the spirit of the thing 


that puts it over, and I wanted the 
actors to feel that they were actually 
participating in a real Mardi Gras in 
order to accomplish this result. The 
surroundings, however, and the fact 
that this scene was shot at night pro- 


joying a real French fete.” 


AN ALL-STAR CAST IN A 
KNOCKOUT STORY 


ture—and that’s something! 

Rod La Rocque, Ricardo 
and Allan Simpson play principal 
supporting roles 


Swanson in her new Paramount pic- 
ture, “A Society Scandal,” an Allan 
Dwan production to be shown at the 
Empress Theatre on next Monday 
and Tuesday. 

Surely you remember La Rocque 
in William de Mille’s “Don’t Call It 
Love” and in the other famous 
brother’s “The Ten Commandments,” 
and you recall Cortez in “The Call 
of the Canyon” and “The Next Cor- 
ner”? But who is this Simpson fel- 
low, you say? Shame on you! Why 
he’s the man who made the collar 
ad famous, was in “The Glimpses of 
the Moon” and with Bebe Daniels in 
“The Exciters.” 

An that’s not the half of it. Here’s 
a few in the supporting cast whic 
makes the leading players step some 
to win the laurels, Mrs. Ida Water- 
man, a stage and screen actress of 
the old school, Thelma Morgan Con- 


verse, prominent Society matron mak-| 


ing a try of the picture game, Fraser 
Coalter, Yvonne Hughes, Catherine 
Practor and a host of others. How’s 
that for a cast? 


Even if the story wasn’t much to | 


talk about, “A Society Scandal” 
would go across big on the merits of 
the cast alone—but what a story it 
is! And it’s all about New York and 
the fashionable homes of the rich on 
Long Island. See Southampton 
where the social loungers have their 
tea and cake, ultra-modern week-end 
your eye out. 


Here’s Gloria in all her glory and | «timated at 6,000 pounds through 


It has been said that persons | 
contemplating a trip to Paris, could | 


a | 


‘is a ninety-ton whale. 


opposite Gloria 


with all her great acting skill shown 
in “Zaza and “The Humming Bird” 
besides. 

Now that we've told you something 
about it, if you miss it it’s your own 


fault. But it’s a safe bet you won't 
miss it. 
THE OUTSTANDING SCREEN 


SENSATION OF THE CENTURY! 


Breathtaking Battle With An 
Enraged 90 Ton “Bull” Whale in a 
Tale Replete With Thrills, Rom- 
ance and Adventure, Makes Elmer 
Clifton’s “Down to the Sea in 
Ships” an Unquestionable Master- 
piece 


A 


Few motion pictures that have ever 
found their way to successful com- 
pletion have been attempted on the 
scale with which the Waling Film 
Corporation has produced “Down to 
the Sea in Ships,” the Hodkinson 
super-special which comes to the 
Empress theatre on Wednesday and 
Thursday. 

The outstanding fact in conjune- 
tion with the filming of this picture 
which serves to make it unique in its 
field, is that it is one of the few 
productions in the history of motion 
pictures that has for its locale the 
tempestuous waters of the high seas, 
and the principal character in_ this 
breath-taking drama of the Atlantic 


by a deeply 
embedded harpoon. 


stumps 


lof their capture cease. 
|two other boats 


care 
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BIG IMPROVEMENTS 
ING 


IN BUILD. 


The new postmaster will have the 
privilege of being the first master, in 


charge of the new Post Office. The 
building which is situated in what 
was formerly the Callie Block, has 


been fitted with the most up-to-date 
contrivances and fixtures for a mod- 
ern Post Office, and great credit is 
due to J. S. Lambert the Contractor 
for his work on this building. 

Mr. Lambert has also received the 
contract for remodelling the interior 
of the Courthouse, which work will 
be commenced right away. | 

The refreshment rooms for the! 
Queen’s Hotel, will shortly be com- | 
pleted, and the remodelling of this | 
part of the building will be a great | 
improvement to the Hotel. | 

Alterations have now been com- 
pleted in the Leather Block, and Mr. | 


Leathers Office is now situate next: 


to that of J. W. McDonald K.C., in| 


the front part of the building, the | 


entrance to both offices being on the 


reached Macleod on Monday fore- 
noon. From there the party went by 
motor south to the Hillspring and 
Glenwoodville in the United Irriga- 
tion district, thence to Cardston and 
in to Lethbridge. It was to the crops 
he saw on he motor tour that he made 
reference. Mr. Hall intimated that 
there was nothing better to be seen 
in the west. So green are they that 
his only doubt was whether they 
would ripen. 

With regard to crops in the west 
generally he said they were very 
“spotted” and it would be hard to 
make an estimate. He might give 
out a statement on his arrival in 
Winnipeg. 


Spying Out New Branch? 


It is generally understood that Vice 
President Hall and party visited the 
country south of Macleod and west of 
Cardston with reference to the 
branch line which is under considera- 
tion for that section, surveys for 
which are now being made, but they 
did not care to comment on the com- 


north side of the hallway, upstairs. | pany’s plans on this occasion. 


Cc. P. R. VICE-PRESIDENT 


to-day. 


need for any of us to worry about the 
winter.” 


Grant Hall, vice-president of the 


Canadian Pacific Railway, made the 
above statement Monday evening just 
before departing for the east. 
Hall, who has been 


Mr. 


at the coast, 


self of the life taking iron, the giant 
mammal of the deep swims off to a 


distance of several hundred feet, 
turns, hesitates an instant, and then 
charges the boat with thhe speed and 
force of the fastest express. It is 
ony a matter of seconds until the 
whale has hit the boat square in the 
middle, smashing it to bits and toss- 
ing its crew into the air. Sharks are 
plainly seen ready to strike the in- 
stant any of the crew touch the water. 

Back of all this action, however, is 
one of the most appealing love stories 
revealed on the screen, 

At this point, there begins one of 
the most hair-raising scenes ever re- 
corded by a motion picture machine. 
Tearing at express speed straight for 
the broad Atlantic, the whale sets 
off in a dash for freedom. There 


;have been many hairbreath escapes 


to add thrills to motion pictures, but 
in practically all of them there have 
been due precautions taken to guard 
against accidents, but in “Down to 
the Sea in Ships,” McKee and his 
boatmen face a situation beside which 
the stunts of the average screen dare- 


| devil fall into insignificance. 


Utterly “beyond the reach of the 
mother boat and 3,000 miles of deep 
| water before them, their only course 
is to stick to the boat until the efforts 
Subsequently, 
are able to attach 
lines to the leading whaleboat and 


for hours the whale tows a weight 


\the water at a speed almost incon- 


ceivable. 

This entire action takes place be- 
fore the eyes of the astounded 
audience. Every foot of it rings with 
the dangers of the sea and is per- 
meated with the tank of salt air. 


of 


is still 
jembedded deeply in the back of the 
whale and in one last effort to rid it- 


There is nothing posed or forced or 
stagy from the time the action starts 
until, utterly exhausted and unable 


to free himself from the harpoon, the | 


whale comes to the surface and gives 
up the fight. It is realism raised to a 
degree that has heretofore been un- 
dreamed of in screen productions. It 
is the kind of picture that took eight 
weeks of constant cruising in the 
whaling area of the Caribbean Sea 
before a catch was made. It is the 


kind of picture that probably will 
never be made again, not only _ be- 
cause of the enormous dangers at- | 


tending it, but because of the thou- 
sand and one difficulties that beset 
the director and his assistant from 
the very outset of the cruise. 


In the handling of the story, the 
scenario of which was written by 


John L. E. Pell, of Great Barrington, 
an 


Mass., Mr. Clifton has revealed 
engenuity that departs sharply from 


the traditional use of motion picture 
He has never lost sight of 
the first requirement of a screen pro- 
all 
things, entertaining, and the thread 
of the love story that begins under 
Nature has | the ancient yardarm in New Bedford 
duced the effect I desired, and I be- |provided not only a background utter-| Harbor is never for an instant broken 
lieve every person taking part in this | ly impossible to imitate through any|even in the tempestuous waters of 
scene felt that they were actually en-|trick of photography, but it places | mid-Atlantic. 


material, 


duction, that it shall be above 


| plotare without the 
series of events which beset 


yond the horizon. 
assistant. 


cameraman on th 
Albert Doubrava. 


1 In fact, “Down to the 
in this setting an enraged leviathan | Sea in Ships” would still be a great 
jof the deep, stung to fury hair-raising 
the 
The great moment in “Down to the ship and her crew a few hours after | 


Leigh R. Smith was Mr. Clifton’s 
Alex G. Penrod was head 
e cruise, assisted 
The whaling ship 
was in charge of James A. Tilton, 
by Paul Allen, Maurice E. Kains and 


The new road through the Leth- 


| bridge Northern is making rapid pro- 
BOOSTS MACLEOD DISTRICT | 
“We saw some magnificert crops | 
If all the west were as well; 
off in that regard there would be no | 


gress, Mr. Hall said. “We are ful- 
filling our promises about that branch 
to the letter,” said the vice-president. 

In the party -were D. C. Coleman, 
vice-president of western lines of the 
Cc. P. R.; Mr. Andrew Kelly, former 
president of the Western Canada 


| Flour Mills; Mr. Inglis, General Sup- 


erintendent Cameron and Superinten- 
dent Jamieson. P. L. Naismith, gen- 


jeral manager of the C. P. R. depart- 
j ment of natural resources, who ac- 


dean of the New Bedford whaling 
fleet, with three officers and a crew of 
21 men. Practically the entire 
Quaker Colony of New Bedford. turn- 
ed out to assist in the production of 
this picture, permitting for the first 
time the use of the Old Apponegan- 
sett Meeting House, erected in 1790 
and still being used for worship, even 
taking part in the filming of a typical 
Quaker service. Many of the scenes 
were shot on the oldest whaling 
vessel afloat today. 


COLLIER’S BIG SERIES ON THE 
SCREEN AT LAST 


Hailed by millions of readers of 
Collier’s Weekly as the most absorb- 


ing and entertaining stories ever 
written. H. C. Witwer’s famous 
“Fighting Blood’ series has been 


brought to life on the screen by F. B. 
O., and the first number is scheduled 
to be presented at the Empress 
Theatre on Rriday and Saturday. 


While a smashing, thrilling prize 
fight forms the climax in each of 
these marvelous stories, each one is 
!primarily an intensely human and 
jhumorous romance of youth—with 
young Gale Galen, in the person of 
handsome George O’Hara, fighting 
for the purses that will help him 
to an education and aid him in his 
suit for the heart and hand of beau- 
tiful Judy Wilcox, played by Clara 
Horton. 

Mr. Witwer himself supervised the 
filming of his popular stories, and 
\the man who is rapidly becoming 
known America’s foremost hu- 
morist that the “Fighting 
Blood” series are the best of his 
works to be screened. He helped 
|the producers in their successful en- 
|deavors to catch the spirit of his 
| stories, and the result is a series of 


as 
says 


| pictures in which sparkling humor, 


jirresistible romance, cyclonic action | 
each | 


‘and crashing drama vie with 
|other for the delighted attention of 
the viewer. 


| All of Mr. Witwer'’s well-known 
{characters are played by men and 
| women of particular ability, with 


\the result that the group of char- 


actres so well-liked in Collier’s has | 


been given additional to 


please on the screen. 


power 


LA ROCQUE CLAIMS HE'S THE 
CHAMPION COMMUTER 

Rod La Rocque travelled all the 
way from Hollywood to Paramount's 
Long Island studio in New York City 
to play one of the principal male roles 
in support of Gloria Swanson in her 
newest picture, “A Society Scandal,” 
Which is due at the Empress Theatre 
next Monday and Tuesday. 


With the completion of the picture, 


this prominent screen leading man 
straightway hopped a rattler, as the 
saying goes, and retraced his steps to 


the coast in order to start work in 
the forthcoming Cecil B. DeMille pro- 
duction of “Triumph,” which will be 
shown at the Empress Theatre as 


soon as available. 


featured player, has 


roles with Mr. La in 
< iyias Gunnsen f° Soy 


M ( La Rocque’s work in “The Ten 
—_ Sea in Ships” comes when the whale,’ New Bedford light disappea be- ” 

Here’s a cast that is all-star in| realizing the futility of escape, turns | a ppeared Commandments,” in which he is a 
every sense of the word—with three |on his captors, sweeps one side of the 
handsome leading men in one pic-|boat, leaving but the 
broken oars in the hands of the fear- 


Cortez \ stricken crew. The 


more than 
brought him into popular favor dur- 
ing the past months. Ricardo Cor- 
tez and Allan Sim have leading 


companied the party on the motor 
id py Macleod, left the 

ere and and went back to Cal; 
last night. wate 


PREACHER TRIES HIS HAND 
RIDING BRONK AT FAIR. 


London, July 26.—Clothed in full 
clerical garb with the exception of his 
coat, Rev. Harold Hodson, a Church 
of England clergyman, essayed the 
difficult task of riding a broncho in 
the competitions for amateurs which 
took place recently at the rodeo at 
the Wembley Exhibition. Although 
the parson only remained on the back 
of his mount for six seconds, this 
time is longer than most ef the other 
amateur horsemen who have tried to 
make a “qualified cowboy ride” in the 
Stadium. 


DOUGLAS BAKER BADLY 
BITTEN 


On Friday Douglas Baker aged 8 
years, was very badly chewed up by 
a dog belonging to young Mackenzie. 
It appears that the boy was watching 
the boys bathing, when two collies 
got into a scrap, and rolled down the 
cutbank, past the Baker lad. Before 
he could get away one of the animals 
chewed him very badly about the 
knee, necessitating his immediate re- 
moval to the Hospital, where the knee 
was medically treated by Dr. Ken- 
nedy, and ten stitches put in, The 
little lad was allowed to be sent home 
next day, and his wound is progress- 
ing satisfactorily. 


UP GOES THE MILK 
At a meeting of the 


local milk 


purveyors, held on Wednesday theess.———- 


agreement was reached by them that 
price of milk would be raised to nine 
quarts for one dollar commencing 
from August Ist. This increased 
price was decided on because of the 
big increase in shorts and bran prices, 
also the lack of pasturage on ac- 
count of the drouth. 


EMPRESS. THEATRE 


PROGRAMME 


FRIDAY—SATURDAY— 
August 1st—2nd:— 


LON CHANEY in a great Maurice 
Tourneur Production— 


“WHILE PARIS SLEEPS.” 
Many things are happening. 


LAST CHAPTER OF:— 


“AROUND THE WORLD IN 
THE SPEEJACKS.” 


Also Chapter One of the celebrated 
H. C. WITWER COLLIER’S Week- 
ly Stories “FIGHTING BLOOD,” 
entitled— 


“KNIGHT IN GALE” 


Good Clean Sporting Stories with 
Lots of Comedy. 


ONE COMPLETE SHOW ONLY 
COME EARLY 


MONDAY—TUESDAY— 
August 4th—5th. 


GLORIA SWANSON—ROD La- 
ROQUE and RICARDO CORTEZ 
In a super picture at ordinary 
prices, 

“A SOCIETY SCANDAL” 
| Society isn’t easily shocked, but the 
Colbert affair rocked it like an 
earthquake. 


ALSO COMEDY :— 
“FELIX IN HOLLYWOOD” 


A Special programme at ordinary 
prices, 


ONE COMPLETE SHOW ONLY 


| WEDNESDA Y—THURSDAY— 


| August 6th—7th, 

SPECIAL FAIR PROGRAMME: 
The Greatest Sea Production Ever 
Made— 

“DOWN TO THE SEA IN SHIPS” 


This picture had one of the record 
runs in England. The most amaz- 
ing piece of realism ever photo- 
graphed, 


ALSO EXTRA SPECIAL 
REEL COMEDY :— 
WILL ROGERS IN:— 


“TWO WAGONS 


Pe 4 


If you saw 
Covered W. 


IF 


| 4CE CREAM PARLOR Now 

OPEN 

WE MAKE THE BEST SODAS— 
TRY THEM 


Picnics Supplied With Ice Cream, 
Cones, Etc., at Reasonable Prices. 


WHITWORTH’S 


NEXT TO TOWN HALL || Eicht columns to the page. Column 


HAIL! HAIL! 


is YOUR CROP 
INSURED? 


NOT SEE 


R. J. E. GARDINER 


AT ONCE 


STRONG COMPANIES 
QUICK ADJUSTMENTS 


SPECIAL PRICES ON 7-Ft. 


CEDAR SPLIT POSTS— 
1 LARGE SIZE— 


13c Each 


Mclaren Lumber Co. 


TELEPHONE 243 


| FARM IMPLEMENTS 


1.H.C., JOHN DEERE, EMERSON- | 
BRANTINGHAM. | 


Full Line of Parts Always on Hand. 


McLAUGHLIN CARS | 


OILS 


ACCESSORIES, 
ETC. 


H.H. YOUNG 


TIMES ADVERTISING PAYS 


The 


[The Sanitary Barber | 
PURCELL BROS. 


Every Razor Sterilized. | 


~*~ ]Shop. 


We carry a choice line of Smokers || 
Tobaccos, Etc. | 
} 


Sundries, Pipes, 


OUR MOTTO—SERVICE 


TIMES 


BREAD 
ry 


“Bread Winner” 


This bread is his choice as it is 
the choice of many others. It is 


no wonder that 


if 


ric Work a 


| 


GREASES, | 


| 


— 
| 


ito 100 miles of Edmonton 
ADS. BRING RESULTS | 


A weekly newspaper printed and pub 
lished at WMacleed, Alberva, 
every Thursday. 
(Independent in Politics) 


Suvscription price (in advance) 


per year ....... Coeeees +++ $2.00 
If not paid in advance ..... $2.60 
Foreign .. ccc cece eee eee wees $2.60 


WEEKLY CIRCULATION OF 1,200 
Circulated in a prospzrous town of 
1,700 population and in adjacent 
prosperous farming district. 
Mechanical Data 


width, 13 ems pica, Column depth, 
23 inches. Cannot use mats. 


ADVERTISING RATES 
Display Advertising (contract not leas 
than six months) per inch ....85c 
va Advertising (Transient) 
per inch ...........0.05. seses 50e 
Legal (publication called for by stat- 
ute), Municipal and Government Ad- 
vertising other than display— 
1st insertion—per line, agate.. 15¢ 
Subsequent insertions without any 
change of copy, per line agate. .10c 
(Agate—14 lines to the inch) 
Straight Reading Notices— 
First insertion, per count line, 20 
Subsequent insertions without any 
change of copy, per count line, 15¢ 
Classified Advertisements— 
Lost, Found, Wanted, Etc.— 
First insertion (figures and name 
abbreviations to count as words) 


per word ........ccceeeeeeees je 
Minimum charge ............ 50r 
Subsequent insertions, per word 2c 
Minimum charge ........... 25c 


direct from political party or 
through advertising agencies (nc 
discount for plates) per inch. .60« 
Political Campaign Readers, direct 
from political party or through ad- 
vertising agencies) no discount for 
plates) per line .............. 
Notices of marriages, Births, Deaths, 
and cards of thanks, each. ..$1.00 


All classified and transient adver- 
tising must be paid in advance. 


THURSDAY, JULY 31st, 1924 


EIGHTH FORTNIGHTLY 
REPORT 


Issued by Department of Agriculture, | 
Edmonton, Alberta, Saturday, July | 


26, 1924. 


It is now established as a practical 
certainty that Alberta’s grain crop 
will be below average, taking the 
province as a whole. Summerfallow 
lands will yield from a half to a two- 
thirds crop in most districts, with a 
few localities promising very good 
yields. So far as the remainder of 
the crop area is concerned, the yield 
will be less than fifty per cent. crop, 
and in certain districts in the south 


eastern part of the province there 
will be a very light yield. 
The most favorable reports now 


received are from the more central 
and northern districts of the province 
and these reports are distinctly 
optimistic compared with those 
received a fortnight ago. Very late 
reins have considerably improved the 
situation, and the grain crops have 
benefitted to a certain extent. 

The situation with a radius of 50 
and east- 
ward along the Canadian National 
lines is fairly satisfactory, and some 
very good grain crops will be harvest 
ed in this territory, particularly from 
the summerfallow. Pasturage has 


as 


feed crops are much brighter. The 
rains have come too late, however, 
to save the hay crop, which is very 
light. 

In district, 


the south-western 


of heavy yields a few weeks 


BAWDEN’S 


Bread is the choice of all. 

It is rich in pure and wholesome 
ingredients—it is made by master- 
ful bakers—its very flavor teases 


your palate—leaving you with a 
longing desire for more. 


AWDEN’S 


AKERY 
Phone 1.5 


Edw. Grant 


[PAINTER 


ALARM 
CLOCKS 


Big Ben, .... $4.50 
American... 2.00 
Black Bird .. 3.25 


EVERY CLOCK GUARANTEED 


R. W. RUSSELL 


Optometrist 


Jeweler 


C, W. STEVENS 


BUILDER, CONTRACTOR 


CROP 


where the grain crops gave promise | 


N “£0, | shall have 
there has been a period of hot, dry|pary next year, celebrating the ar- 


MAC QUA LALNNLAOLE ROU UUNEALLAUC SHAUL LOALOA 


TONI@HT— 


Tomorrew Alright 


eee 


“Getter Than Pitts Fer Liver ie” 


weather, unbroken to any appreciable 
extent by rain, with the result that 
the yield will be considerably reduced. 


—— 


Macleod July 16th. 1924, 

The Stampede Committee, in Ac- 
count with Joseph Hicks. 

1924, July ist., 2nd. and 3rd., 


total $75.00, 

This celebration having been under- 
taken for the common good = and 
bringing the Old Town back on the 


able benefit either directly or  in- 
directly I hereby acknowledge pay- 
ment in full of all claim in this con- 
nection. 
Yours truly, 
Joseph Hicks. | 


OBITUARY| 


BETTY PRINGLE SUCCUMBS TO 
ILLNESS 

On Saturday morning about 11! 

o’clock, the death took place of little | 


The crops on the irrigated areas are| Betty Pringle aged 3 years 6 months | 


doing well. 


In the south-eastern district there|Mrs. J. Pringle of 


will be very little grain crop harvest- 


the youngest daughter of Mr. and) 
Macleod. The! 
“wee” girlie had not been feeling very | 


ed. In the east central districts there | Well a few days previously, but noth- | 


has been no precipitation to speak of|ing serious was ) 
for some considerable time, and the! Wednesday the doctor was called in 


grain yield will be light. 

Late rains have improved the feed 
situation in the Peace River’ and 
Grande Prairie districts and have 
brought along later sewn grain fairly 
well, 

Wheat, oats and barley over pract- | 
ically all the province are heading 
out. Harvesting is expected to com- 
mence about August 20 in southern 
districts and a week or two later in 


.| central and northern districts. 
| “litical campaign display advertising on tee 


CORRESPONDENCE 


Seemiy discussion of matters of pub- 
lic interest is invited under the above 
heading. As an earnest of good faith 
and to insure publication, all com- 
munications to the editor must be 


plume signature for publication if so 
desired), The editor of The Times is 
|net responsible for opinions expres- 
jsed or statements made under above 
jheading; neither does he necessarily 
jendorse or condemn such opinions or 
| Statements. 


APPRECIATIVE OF 
JUBILEE 


| eaeeeennee 


The following letter 
| Secretary of “E” Division 
Royal North-West Mounted Police 
Veterans’ Association, Calgary, 
speaks for the appreciation the police 
| Veterans feel in connection with Mac- 
leod’s Jubilee anniversary :— 
Calgary, Alta., July 28th. 1924. 
C. Winter Esq., 
Sect’y 


MACLEOD 


from the 
of the 


Hs 


Macleod, Alta. 
Dear Sir. 


RE MACLEOD JUBILEE 


At our regular meeting on July 
25th. the subject of the success of the 


Macleod Jubilee came up for dis- 
cussion, 
Attention was drawn to the im- 


mense amount of work this entailed 
to make it a success. We thought 
that the Macleod Jubilee 
would like to know that “E” Division 
of this Association at least appreciat- 
ed it and wish to assure you that 
those of us who went had a most en- 
joyable time. 


Iam sure that it has given some of 
our older comrades a new lease on 
life, it did them more good than the 
grafting of monkey-glands on them, 
one might have suspected that they 


improved and the prospects for good had undergone this operation after | Dr. 
seeing some of their monkey-shines | 


while there. 

I might say that we voted your 
committee a very hearty vote of 
‘thanks for our excellent time. 

I think that it is assured that we 
a similar Jubilee at Cal- 


\rival of the N.W.M.P. at Calgary in 
11875, we all hope to see you all of 
Macleod here, when we hope to show 
}/you as good a time if not better, 
Yours very sincerely 


J. Nash, 


“ 
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the p 


alway: 
situat 


to 
small 
Life 


will 
That is not all. Upon ap 
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Please send me detailed info: 
of policy I have specified below 


~ 


PN IT ON FO 


signed by the contributor (nom de |ilton. 


Macleod Jubilee \ 


Secretary-Treasurer, 


you becomedisabled 
what about your 


Life Insurances 


insurance because of the responsi- 
typifies a considerable class. 


an accident, 
unable to pay the premiums.” 
But you may now insure against 
this possibility of future inability 
ay your 


Policy subject to a clause which 
Provides that in case of total and 
permanent disability the Company 


the Company will not only waive future premiums, but 
will pay $10 a month per $1,000 of assurance, so long 
as total disability continues. 


And further, if the policyholder should die by acci- 
dent the Company will pay double the amount of life 
insurance named in the policy. These new clauses are 
optional in all old or new Mutual policies if assured 
be over 15 or under 55 years of age. 


MUTUAL LIFE 


OF CANADA ' Waterloo,Ontario. 
“The Net Cost Life Insurance Company” 


System of Insurance at Cost, particularly concerning the plan 


thought of. On 
and found the child to be suffering 
from pneumonia, which quickly got 
| worse, and she finally succombed to 
the dread disease on Saturday morn- 
ing. The funeral was held from the 
residence of the parents on Sunday 
afternoon, and was largely attended | 
by the many friends and relatives of 
the family. 


CHRIST CHURCH. 
Sunday, July 28th. 


& p.m., Holy Communion. 


11 a.m., Matins and Holy Com- 
munion. 

7.30 p.m, Evensong. 

The preacher, both morning and 


evening, will be the Rev. A. N. Bar- 
ciay, Rector of St. Margaret’s, Ham- 
Mr. and Mrs. Barclay are 
spending the sumer in Alberta in 
charge of the Calgary Diocesan Mis- 


sion Van, with which they have al- ehava send each a brief not stating |indescriminate issuing 
ready done much good work in the that the engagement is at an end. It ,and the stopping of unlicensed agents | 


country south of Lethbridge. They 
expect to spend the rest of August 
visiting the Crow’s Nest Pass and the 
country between Macleod and 
gary. 


Mount Geikie, in the Jasper Na- 
tional Park, west of Edmonton, 10,- 
854 feet in height, has been scaled by 
a party of members of the Alpine 
Club for the first time. 


The annual convention of the West- 
ern Canada Irrigation Association is 
to be held in Calgary, July 29, 30 and 
31. 


| SPECIALIST 


Do you suffer 
Sciatica, Lumbago, 
ritis? 

Take Dr. Rosenberg's Specific No. 1. 

FOR 

Female Irregularities, Nervou 

tions, Insomnia (Sleeplessness), and 


from Rheumatism, 
Arthritis, Neu 


con- 


Dr. Rosenberg’s Specific No, 2. 
FOR 


Indigestion, Dyspepsia, Constipa- 


tion, Gas, Heart Burn. Take Dr. Ro- 
senberg’s Specific No. 3. 

FOR 
| Piles Bleeding or Itching, Take 
Dr. Rosenberg’s Specific No. 4. 


FOR 
Asthma, Catarrh, Bronchitis. 
Rosenberg’s Specific No. 5. 
These medicines have helped others. 
{Why not try them. Price $2,00 per 
| Bottle postage prepaid. 
| FOR 
Pimples, all forms Eczema, Bad 
| Blood, Open Sores, Ulcers, ete. Take 
Dr. Rosenberg’s Special Compound, 
price $5.00, postage prepaid. 

These Medicines sold with a Guar 
antee of money hack if not found pure 
or free from injurious drugs, 

Mak | remittances direct to 
Ir. ROSENBERG’S LABORATORIES 

308-9 Birks Building, 
Winnipeg, Man. 


Take 
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HAVE always hesitated 
about increasing my life 


I would have to assume for 
remiums,” said a man who 

“I 
8 pictured myself in some 
ion, perhaps disabled through 
where I might be 
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remiums. For a 
additional charge the Mutual 
of Canada will issue your 


waive further premiums. 
proval of proofs of disability, 


rmation as to the Mutual Life 
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Starter’s wages at $25.00 per day,! 


map and as we all received consider- | 


| explanations. The obligations which 


{but if she is bitter or condemns her 


(Conducted by Miss Alice L. Webb, 
| State College of Washington.) 


| 

A BROKEN ENGAGEMENT 

A broken engagement is always 
jembarrassing for both the girl and 
| the man, so their friends, if they are 
truly well-bred, will not ask ques- 
tions, and relatives will not demand 


such a situation entails are unpleas- 
ant, but it is infinitely better to go 
through the ordeal than to face a 
marriage which is certain to end in 
disaster, 

At such a time the girl must have 
the utmost dignity and self-posses- 


sion. She is not to. make any an- 
nouncement or offer .any explana- 
tions. If a reception has been 


scheduled for her as a prospective 
bride, her mother sends the guests 
brief notes or engraved cards an- 
nouncing that the engagement has 
‘been broken, The girl may confide in 
her intimate friends if she wishes, 


former suitor in any way, suggesting 
that he was not all that she had 
thought him in any way, she not only 
reflects on her own good judgement, 
but shows very poor form and lack of 
delicacy. 

If the announcement has been made 
in the papers, such a note as_ this 
might be inserted (in the name of the 
person or persons who first made the 
announcement) :— 

Mr. and Mrs. A. B. Cummings an- 
hnounce that by mutual consent the 
engagement between their daughter, 
Dora, and Edward Frank Green is at 
an end. 

If invitations have already been 
sent out, a similar announcement may 
be sent each intended guest, engrav- 
ed on cards of the size recommended 
by the stationer. 


If the engagement was announced , 


only to intimate friends, the bride 


is much better Never to Give An 
Explanation. Such an occasion as | 
this must have given rise to the 


ed.” Even to the 
friend, the 
sufficient :— 


bride’s dearest 
following note would be 


Hanover, July 29, 19— 
Dear Irene:— 

Since I wrote you last week some- 
{thing has happened which has made 
Edward and me reconsider our en- 
gagement. You will therefore please 
disregard the invitation for Thursday 
afternoon. 

Ever sincerely yours, 
Dora Cummings. 


A YOUNG GIRL’S DRESS 


In choosing her dresses the young 
girl should study her own personality 
so that every dress will add charm to 
her figure rather than detract from it. 
Her style of dress, as a consequence, 
should become distinctive. This does 
not mean. that she should diregard 
fashion tendencies, But she should 


Committee post Disease peculiar to women take take the best points from the modern 


fashions and adapt them to suit the 
individual figure. 

For example, fashion says the very 

short skirts are coming back. But 
the girl who has the misfortune to 
have thick ankles and too well deve- 
loped legs, will make herself un- 
pleasantly conspicouis if she tries to 
outdo modesty with fashion. 
\ Some girls look better in a long- 
waisted dress, others in a dress with 
the natural waist-line or even higher. 
\A fat girl should never wear her 
clothing tight, as that accents her un- 
jfortunate proportions. Loose, long 
lines tend to disguise her weight. 

A little study of her figue and the 
fashion designs will show a girl other 
points. A thin girl, for instance, can 
wear fluffy, “fancy” things, whereas 
a heavy, or squarely built girl looks 
jbetter usually in simpler designs, 
such as the tailored suits and dresses. 
| 


\ 
\ 


A RAINY DAY GAME 


Here is a good game for the child- 


A 


fren on a rainy day. Put about 15 
different things needed for a trip, 
such as a clean handkerchief, brush, 
slippers, toothbrush, clean collor. etc., 
into an open suitcase, and pass it 
around for the children, seated in a 
circle, to examine for about 5 min- 
utes. Then close it, and let cach one 
write on a slip of paper as many of 
the 15 as he can remember. Points 
might be given for each one remem- 
bered, the child making the most 
points being given some simple prize, 
as a chocolate bar. 


BAKING POWDER 


For cake making, baking powder 
should not work too quickly nor too 
slowly, and it should not expend its 
strength while in the batch, before 
the cake is baked.” A well-balanced 
baking powder gives off sufficient gas 
in the cold mix, but does the greater 
part of its work during the first part 
of the time the cake is in the oven. 


SAUCE TARTAR 


“Sauce Tartar” such as is serveil 
with fish is a combination of chopped 
pickles, olives, and capers with a 
salad dressing, preferably a good, 
smooth mayonaise dressing. 


MASSED MEETING OF INSUR- 
ANCE ‘AGENTS 


Insurance Agents from all over 
southern Alberta met at the offices of 
the K.A.Y. here on Wednesday after- 
noon, for the purpose of organizing 
against the unlicensed curb agent o1 
bootlegger, who so unscrupulously 
goes about writing up hail and fire 
insurance, 

W. Gell of Granum, was appointed 
Chairman, and Arthur Young of Mac- 
leod secretary for the meeting. 

The Chairman explained the idea 
of the meeting, and asked for sugges- 
tions from those in attendance. 

Mr. Ferras of Nanton stated that 
nothing could be done unless done by 
legislation, and the ony way to get 
legislation on these matters was for 
the bonafide insurance agents, to 
band together and petition the Gov- 
ernment for protection against 
of licenses, 


| writing business. 
| The Chairman was of the opinion 
that the bonafide agents, should have 


Yel rover #7 eas ai " aS >) . . . . 
Cal- proverb, “Least said, soonest mend-| voice in the granting of licenses, | 


}and should be able to vote on any 
| candidate making application for 
license to sell insurance, 

| On the motion of George Scougall 
seconded by A. F. Grady the annual 
fees of the new organization would 
| be five dollars. 

| The Secretary was instructed to 
write all Insurance Agents in south- 
fern Alberta and call another meeting 
when the matter would be more fully 
| discussed, and further gone into. 

| This is the first meeting of its 
kind to be held in Alberta and the 
matters discussed are very important 
ones for all Insurance Agents. 


CLARESHOLM HOTEL 
MAN FACES CHARGE 


Following the dismissal of a charge 
of theft of beer laid by him against 
a Russian, Fred. Melnyk, James Bell, 
proprietor of the Wilton Hotel, of 
Claresholm, was summoned to appear 
liquor on the information of Sergt. 
Hidson, of the A. P. P., with the case 
before the court there for the sale of 
remanded to Tuesday, the 29th, At 
the trial of Melynk Bell swore that 
on July 20th he had hidden in the 
pantry of the hotel a barrel of beer 
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time honored friend of yours 


Ramoxe fre its rich apality, 


ment Supervision 


or displayed by the Alberta Liquor 


Control Board or by the Government of the Province of Alberta, 


drinking beer from quart bottles in 
Saturday night, July 19th, with 
Melynk in room 17 of the Wilton ho- 
tel and that Melynk had told him that 
he had bought the beer from Bell, 
Melnyk in his evidence said that he 
bought five or six bottles from Bell 
and he and some friends drank it in 
room 17 of the Wilton hotel on Sat- 
urday the 19th. He had also bought 
lots of whiskey from Bell. 
Messrs. Knight and 
J. P.’s, before whom the case was 
heard, decided that there was not 
enough evidence to convict Melnyk 
on the charge of theft, and dismissed 
the charge with Bell ordered to pay 
the costs. 


| WATERTON LAKES BEING 
STOCKED WITH FRY 


Amundsen, 


| 
The lakes and streams of the park 
are being well stocked with fish fry 


this year. A total of at least 40,000 
rainbow trout fry were received from 
the Glacier park hatcheries on July 
12th. They were stocked as follows: 
12,000 in Lake Janet, a small lake a 
short distance from the head of the 
lakes and connected with the main 
lake; 12,000 in Cameron lake and 
Lineham creek; 8,000 in the South 
Kootenai lakes which are the source 
of Lineham creek, and 8,000 in Stony 
Creek which flows into the main 
lakes. 

“On July 29th, 60,000 salmon or lake 
trout fry will be received from the 
Banff fish hatcheries. These fish fry 
will be planted in the main lake. On 
July 30th twenty more cans of fry are 
to be received from Glacier park. 
They will contain at least 40,000 
Eastern brok trout fry. The fish will 
be planted in various streams 
throughout the park. 


in pint bottles and on Tuesday, the 
22nd, he found that the barrel was 
empty. He had spoken to Melnyk 


about the matter and he denied hav 
ing taken the beer, stating that the 
beer he had in his room in the Clares 
holm hotel was obtained from Mac- 
lecd on a permit. Alf. McAlister, 
chauffeur of the Claresholm garage, 
testified to driving Melynk on the 
night of the 21st to Railway street 
and stopping opposite the Bank of 
Commerce, where he got out and put 
two boxes of beer and a dishpan full 
in the rear of the car, and was then 
driven to Reynold’s farm. Mr. Rey- 
nolds deposed to finding a quantity of 
beer in the bunkhouse. A hired man 
named Wm. Garus, corrobated the 
statement, and on being further 
questioned admitted that he had been 
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Why Busy Women Want 


— SMPGur-44 WARE-- 


Busy women want SMP Enameled Ware 
because it will bring food to the boil almost 
twice as fast as all-metal utensils, and com- 
pletes the cooking sooner. A woman can 
wash SMP Enameled Ware utensils faster 
than utensils that have to be scrubbed 
and scoured. 


Three finishes: Pearl Ware, two coats of 
pearly-grey enamel inside and out. Diamond 
Ware, three coats, light blue and white out- 
side, white lining. | Crystal Ware, three 
coats, pure white inside and out, with Royal 
Blue edging. 
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COUILLARD & LUSH 


NEW AND SECOND HAND 


FURNITURE 


FINE LINE 
SIMMONS AND GLOBE BEDS 
In Walnut, Mahogany and Brass. 


COMPLETE STOCK 


Linoleum & Congoleum 
pon 


WE TRADE NEW FOR SECOND 
HAND FURNITURE. 


PHONE No. 146 


KODAK TIME 
APPROACHES 


GET A. KODAK and make per- 
manent records of the beauty spots 
you visit. 

Snap Shots of Baby, or of your 


friends, are fine to have—mem- 
ory refreshers for future years. 


McNAY’S 
DRUG STORE 


—_——————. 


BERT’S TAXI 


Phone 29 
Sears 


BEST CARS 


. EST SERVICE 


—_—-. 


GET YOUR 


HAIL INSURANCE 


FROM 


A.F.GRADY -- MACLEOD | 


FARMERS 


If you are thinking of buying 
MACHINERY, 
CREAM SEPARATORS, 
STATIONERY ENGINES, 


Don’t Buy Till You See Me. 


Full line MASSEY-HARRIS 
MACHINERY 


SERVICE GARAGE 


F. M. STAINES, Propriet’r 
PHONE 10 — — — MACLEOD 


FILTERED 
WATER 


@ WE ARE NOW FILTER. 

ING THE WATER WE 
WOULD ASK YOU KINDLY 
NOT TO WASTE IT. 


USE ALL YOU WISH DUR- 
ING REGULAR HOURS For 
THE BENEFIT OF YOUR 
GARDENS And OUR TOWN 
IN GENERAL, 


-_—_ 


WATER 
WORKS 


DEPARTMENT 
TOWN OF MACLEOD 


THURSDAY, JULY Sist, 1924. 


CAPITAL 


of about 150 young Britishers, 
from 18 to 25 years of age, by the 


FLY PADS 


Best of afl Fly Killers 10c 
per Packet at all Druggists, 
Grocers and General Stores 


GOSSIP AND 
PROV. NEWS 


New Plan for British Immigrants 


AGENTS FOR Announcement was made during 
COCKSHUTT PLOW the past week by Hon. Geo. Hoadley, 
MACHINERY Minister of Agriculture, of a new 
— plan for the assistance of British 


Immigrants to Alberta, the details 
of which he 
Empire Overseas Settlement Board 


arranged with the 


while in England. 


The plan involves the sending over 
of 


Addigh Wher end pueLlaky rent, 


GLtoria 


WANSON 


AN provuction 


—— & Paramoual Picture 
EMPRESS—MON.—TUES. 


( 


CATARRHAL DEAFNESS 


Many have had surprising relief from 
Catarrhal Deafness Head Noises. 
Ringing ia the Ears and Head Colds 


by usin 
Leonard Ear Oil 
Asoothing. penetrating oil thatis 


very effective. Just rbit back of, 
nd insert in nostrils 


| 
| 


ale everywhere $1.25 
Interesting descriptive 

folder sent upon reque: 
A.O.LEONARD, las. 
70 Sth Ave.,.Y. 


An International Daily Newspaper 
THE CHRISTIAN 
SCIENCE MONITOR 


Gives Its Readers the 
Constructive 


Wholesome, 
News of the World. 
Detailed Accounts 
. The Christian 
ess, receiving its full 
news service, and in addition main- 
tains special correspondents in all 
capitals of the world. There are de- 
partments devoted to Finance, Clean 
Sports, Music, Art, Drama, Books, 
Education, and pages for Young 
Folks and the Household, 


Sample Copy on Request 


Six Weeks Trial Subscription, $1.00 
8 Months, $2.25 i Months, $4.50 
. One Year, $9.00 


THE CHRISTIAN 
SCIENCE MONITOR 


Back Bay Station, Boston, Mass. 


(Opposite Town Hall) 
“WE NEVER CLOSE” 
FIRST CLASS MEALS 


Candies, Fruits, Tobaccos 


CHOW SAM — —_ Proprietor, 


A. T. LEATHE 


Real Estate & Loans 
MACLEOD -- ALBERTA. 


J. 8. LAMBERT 


CONTRACTOR 


AND 


BUILDER 


Shop Phone No. 4 
House Phone No. 82 


MACLEOD — ALBERTA 


‘Empire Overseas 
the transportation costs 


that organization and by the De 
ion Government. 


where they will spend the fall and | 
winter, studying agricultural methods 


The Provincial Government and the 


led Fort Calgary. 


| stampede. 


| year of $49,700, 


of 
young men being borne equally /’ 


These young 
will be placed in training at one! 
Alberta’s unused agricultural schools, | 


under Alberta conditions, and under 
the tutelage of capable instructors. | 


Settlement Board will share equally | 
in the cost of maintaining the school | 
for this course. On completion of the | 
course efforts will be made to place | 
the young men in desirable locations 
on farms in the province, with the | 
view that they will eventually own | 
their own farms in Alberta. 
aa Sal dee | 
Visitors to Alberta | 
Visitors to Alberta during the past 
week included a party of Scotch 
newspaper men who are touring 
Western Canada under the auspices 
of the Canadian National Railways. 
The party included Col, Watt of the 
Aberdeen Free Press; Wm. Adair, 
agricultural editor of the Glasgow 
Herald; G. G. Glass of the People’s 
Journal, Dumfries; J. Reid of the 
Dumfries and Galloway Standard, 
and R. F. Topping, editor of the 
Weekly Scotsman, Edinburgh. An- 
other visitor to the provinces was 
Prof, Begge of the Stockholm Uni- 
versity in Sweden. Prof. Begge is 
studying agricultural and industrial 
conditions in the West, with a view 
to giving advice to Swedish auth- 
orities, regarding settlement in Can- 
ada. 


Pay Freight on Exhibits 

The Provincial Department of 
Agriculture will pay freight on live- 
stock exhibits from central points in 
Alberta to the Royal Stock Show at 
Toronto and the Chicago Internation- 
al Show this year. Express charges 
will also be paid grain exhibits to 
the Hay and Grain Show at Chicago. 
These expositions take place in 
December. The charges will be paid 
by the department both ways. 


Co-operative Pool 

Negotiations are under way at 
present between the U. F. A. Central 
Executive and the Provincial Govern- 
ment form the creation of a province- 
wide organization for the co-oper 
ative marketing of all farm products. 
The co-operative marketing com- 
mittee of the U. F. A. has the matter 
in hand. 


Newsboys’ Band Well Received 

So satisfactory was the first per- 
formance of the Edmonton Newsboys’ 
Band at the British Empire Exposi- 
tion at Wembley, England that the 
band was chosen to open the grand 
ball at the exposition two weeks ago. 
The band has a six weeks’ engage- 
ment at the exposition. 

Calgary Jubilee 

Calgary city will celebrate its 
fiftieth anniversary next summer. It 
will be fifty years in 1925 since the 
Northwest Mounted Police establish- 
The jubilee will be 
with the 


in conjunction 


held 


Alberta Tax Collections Good 

Tax collections through the Prov- 
incial Department of Municipal Af- 
fairs for Alberta, for the first six 
months of this year show an improve- 
ment over the same period of last 


Big Gas Well 
Number 4 well of the Canadian 
Western Natural Gas Co., in the 
Foremost field in Southern Alberta, 
has been brought into production 
with an output of 20,000,000 feet of 
gas per day. 


Basketball Championship 
By defeating the team from Strass- 
burg in the Olympic Games at Paris, 
the Edmonton Commercial Graduates 
Basketball Team have been declared 
undisputed champions of the world 


Prince Comes in August 
It has been announced that the 
Prince of Wales will come to his 


August. 


A CHILDREN'S STORY 


HEY DIDDLE,DIDDLE 


(By Seekay) 


BO-PEEP AND LITTLE 
BOY BLUE 


LITTLE 


By SeeKay 

| Little Bo-Peep has lost her sheep, 

And doesn’t know where to find them, 

Leave them alone, and they'll come 
home, 


|| And bring their tales behind them. 


Little Boy Blue come blow up your 
| horn, 

The sheep’s in the meadow, the cows 
in the corn, 


O K q A F E | Where is that boy who looks after the 
e e sheep, 


Why, he’s under the haycock fast 
| asleep. 
| TI never had the slightest idea of 
ever associating Bo-Pdéep and Boy 
|Blue together until I received a 
|message from Mother Hubbard in 
answer to an enquiry I had made, 
regarding the losing of Bo-Peep’s 
|sheep. I was always under the 
impression that Bo-Peep was a dear 
little shepherd girl, and that Boy 
| Blue was a lazy good-for-nothing boy. 
!But Mother Hubbard told me I was 
entirely wrong, and if I wanted to 
find out the real truth I would have 
!to go over to Green Field pasture 
about two o'clock in the afternoon on 
a bright, warm, sunshiny day. 
About half past two one beautiful, 
hot summer's afternoon, I walked 
over to the pasture, expecting to see 
Little Bo-Peep with her sheep, but 
instead of that I couldn't see a soul 
anywhere, when just as I was think- 
ing Mother Hubbard was playing a 
|joke on me, I heard a rather soft 
|sleepy voice say: “Oh, 


|what shall I do?” 


\'neath the shade of a thick hedge, 
|was a very gentle looking collie dog. 
|] asked her what was the trouble and 
who she was, and she replied: 

“I'm Peep, and look after the sheep 
of my Master, Farmer Jones, but dur- 
ing this hot weather it’s very trying, 
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MACLEOD FAIR 


WEDNESDAY--THURSDAY 
AUGUST 6th @ 7th 


PROGRAM OF SPORTS 


MACLEOD BAND WILL SUPPLY MUSIC BOTH 
DAYS 


FIRST DAY --- WEDNESDAY 


Macleod. 


FIRST GAME .. 
SECOND GAME .. 


TOURNAMENT — Claresholm, Glenwoodville and 


Kidney 


| “But,” I said, “I thought your name 
| was Bo-Peep?” the collie Coened up 
{her lip and grined. 

| Well you see its like this, when we 
|are gathering the sheep, Master 
| says to me: “Fetch 'em bow, Peep, 
| bow,’—and as I bark the sheep run 
|faster and I suppose that’s how the 
|little folks got my name as Bo-Peep.” 
|_ “I understand that,” I replied, “but 
|I always thought that the tails re- 
ferred to in the rhyme were the tails 
of the sheep.” 

“Oh, no,’ was the reply, “It means 
the tittle tattling of the sheep to the 
Master.” 

“Well, I suppose I must go and find 
my brother, and get him to get busy, 
and get after those sheep, they're far 


of me,” said Peep, and with this she 
trotted off in the direction of the hay- 
cock, ° 

Full of curosity I followed, and as 
we turned the corner of the haycock, 
I heard a very low deep growl, and 
looking underneath I saw a big blue 
lurcher dog, half collie and half 
hound, he had a white chest and half 
white head, with four white feet. We 
had awakened him out of a very deep 
sleep, and evidently he was not in the 
best of humors. 

Peep called him out, and introduced 
him to me as Boy Blue, her half- 
brother, who looked after the cattle 
of Farmer Jones. I told Boy Blue 
I was glad to make his acquaintance, 
and I apologized for disturbing him 
from his slumbers. 

He said: “That’s all right, I shoud 

n’t have been asleep anyway, only I 
don’t get much sleep at night as the 
| game-keeper takes me on his rounds 
through the game preserves, looking 
out for poachers, and therefore I take 
|a sleep during the day. Hello, 
| where are the cows gone, in that corn 
again, eh? Well, I'll soon gets! :m out 
of that, and I suppose you want me 
to fetch your sheep too, eh?” 

The last remark he made to Peep, 
who acknowledged this with a nod of 
her pretty head. 

Off went Boy Blue and in a short 


more frightened of him than they are | 


wibet res Im? 


This advertisement is not published or displayed by the Alberta Liquor 


Control Board or by the Government 


of the Province of Alberta. 


, - - . 


time we heard his long wail, like the 
sound of a hunter’s horn, telling us he 
had found the cattle and sheep, and 
was bringing them back. 


We waited for quite a time when 
finally the cattle and sheep came back 
on the run with Boy Blue barking and 
snapping at their heels. 

He turned the sheep over to Peep, 
and then making himself comfortable 
under the haycok asked me if he could 
tell me anything more, before he 
went off to sleep again. 


I told him no, but I complimented’ 


him very highly on his work as a 
cattle and sheep dog, he grunted out. 
a growly thanks, and then fell off to 
sleep. 

I turned to Peep and we walked 


WE DO UP-TO-DATE PRINTING—BETTER “iF 
PRINTING THAN IS DONE IN MOST CITY ~ 
SHOPS. hes 


It is to your advantage to get Your Printing done at home 


back together behind her sheep, and 
I noticed that every one of them werc 
bleating and their tongues lolling out, 
!and it was easy enough for Farmer 
Jones to have noticed they had been 
wandering away, and had _ been 
brought back on the run. 


Peep said: “There you are, didn’t I 

tell you those sheep would bring their 
tales behind them, they always do, 
_ the silly things.” 
And as I wandered back to the 
| lodge, I couldn’t help but think what 
jtell-tales those sheep were, because 
\after all both Boy Blue and Peep 
| were not such bad dogs, and the sheep 
had no right to stray away at all, no 
more right perhaps than the dogs had 
{to go to sleep. 


OUR PRINTING] 
IS YOUR 
PERSONALITY 


ranch in Alberta about the end of | 


my—the 
sheep have all gone what shall I do, | 


I looked around and there lying 


HORSE RACES AND SPORTS 


1. Local Boys’ and Girls’ Pony Race .... $ 6.00 $ 4.00 $ 2.00 
2. 100 yards Foot Race ............... 10.00. 6.00 3.00 
3. 4% Furlongs Race, open ............ 30.00 15.00 10.00 
4, 280 yards Hurdle Foot Race ......... 10.09 6.00 3.00 
5. Indian !4 mile Race ................ 8.00 5.00 3.00 
6. Trick Horse ...:<ssssessecess aia in a 


GRAND BALL IN THE HUDSON'S BAY HALL 


MUSIC BY THE BAND AND ORCHESTRA 


young ladies of the 
Refreshments. 


| The Scarlet and 


Gold Club are serving the} 


1 


| 


SECOND DAY --- THURSDAY 


HORSE RACES AND SPORTS 


All events on this program are open to Indians, 


Entry Fee 10% of first money, except Indian Races. No. 5| 


first day and No, 3 second day which are free. Tug-of-War $2.00 a 
team entry fee. All entries to be made to the Secretary on or be- 
fore 12 noon on day of Races and Sports. Entry at Secretary's 
Office on Fair Grounds. , 

Program subject to 
ment. Entry Fee must be paid at time of entry. 


GRAND FINALE BALL IN HUDSON'S BAY HALL 


ADMISSIONS TO THE FAIR GROUNDS 


|]. Ladies’ Race 4!% furlongs ........... $20.00 $10.00 $ 5.00) 

|2, 220 yards Foot Race ............... 10.00 6,00 3.00 

8. Indian Race 14 mile ................ 8.00 5.00 3,00 

4. 1 mile Relay Foot Race, 4 meninteam 20.00 

5. Tug-of,War, 8 men on teams ........ 40.00 

6. Macleod Derby, 1 1-16 mile open ..... 40,00 20.00 10,00 
Alberta Bred allowed 7 lbs. 

(ies FRESCO aE Fo 

8. 1% mile Pony Race 1412 and under ... 15.00 10.00 5,00 

9. Bucking Competition .. .. .......... 40.00 20.00 

10, Final Baseball Game ............... 


change at discretion of the Manage- | 


We Print: 


Envelopes 
Letter Heads 
Bill Heads 
Publications 
Catalogues 
Pamphlets 
Posters 
Dodgers 
Visiting Cards 
Business Cards 
And Every Form of 
Job Printing. 


See That YOUR PRINTING is Made in Macleod 


where you can get First Class Work and keep your money in the 
Home Community. 


WE DO GOOD PRINTING AT RIGHT PRICES AND ON TIME 


Therefore, when you want Job Printing, YOU WANT THE 
BEST and at Prices which are consistent with quality. 


The Macleod Times has one of the 
Most Up-to-Date Printing Plants in 
Western Canada. 


” We have the material to do the work with and skilled mech- 
anics—adepts at the attaining that finished appearance in your 
printing that your taste calls for, 


President. 
J. HORNER, 


Membership ‘Tickets, admits to the Grounds and Grand- 
lOO A TI COUR! os soa os aelele eadiawane sadaaea ate 50 
General Admission at gate, Adults each ................ 50 
Children 12 to 16 inclusive ............ cece eee e eee eee 25 
Children under 12 years ..........-cce cece eee e eee eeeee Free 
SMB ORAMMM SLi at aus la a4 49. daddies ne San’ aa 4e A ORL 26 
MANOR i871) sing s dns 00 4 £44 ATARMA SOSA Cede RS 25 
Autos and Vehicles .. .........: sc eeeseeeeeeeeeeeeeee Free 


Sec 
R. J. E. GARDINER, 


Every size for General Use 
Assorted Colors and Weave. 


R. T. BARKER 


| | ‘3 BOOTS AND SHOES 
For Men--Dress or Work 


The Quality is the Highest. The 
Price is Right. 


See my stock. I 
have what you want. 


I do all kinds of repair 
work, either machine or 
hand sewn. 


J. A, LEMIRE 


Shoe Repairer Macleod 


Macleod Co-Operative Garage Association 


Binder Twine 550 ft. Standard Manilla Twine, large or small balls. 
Either Plymouth or Brantford, 14c. a lb. retail or will give a special 
price to U. F. A. Locals or large orders over 5000 Ibs. 


BUY YOUR FORD TODAY 


F. A. ADAMS .. .. .........+- s+eee+e++MANAGER 


A TRUSTEE for PERSONAL TRUSTS 


WHEN YOU APPOINT a friend as your Executor and Trus- 
tee for reasons of sentiment you are really experimenting with your 
childrens’ money. 

WHEN YOU MAKE this Company your Executor and Trus- 
tee you are bequeathing to your children not only an Estate, but fi- 
nancial guidance and counsel whicch no single human being can give. 

IT COSTS NO MORE to employ us than it does an individual 
—and usually it costs infinitely less. 


TRUSTS AND GUARANTEE COMPANY 


LIMITED 


220 Eighth Avenue West, Calgary, Alberta 


SPEEDWAY GARAGE 


GAS - OILS - TIRES - ACCESSORIES 
PHONE 235 


ADVERTISING IN THE MACLEOD TIMES WILL PAY YOU 


THE NEW WOOLPACA 
CLOTH 


NO DYE IN IT WON'T FADE 
SUMMER SUITS 


It is cool for tropical days, but does not flop around on a 


cool windy day. 


Like an eiderdown quilt, the double twist pattern is cool 
for 90 in the shade and warm at freezing point. 


It is an exclusive line and can only be seen and shown at 


FOR RENT— Fully modern six room 
Furnished House with gas. Fence 
and chicken house —Apply K. A. Y. 


—_ 


Salesman wanted in your district, to 
handle Standard Line of Candies, | 
on commission. Write Minerva | 
Agencies, 22 Lineham Block; Cal- | 

| gary, Alberta, 20-6t | 


| 


FOR SALE—Sacrifice Sale of seven | 
room house filly modern with Gas. 
free of all enctimbrances. Good 
Terms. Owner leaving town. Apply | 
Mrs. R. W. Stewart 23rd St. 

20-2t 


| FOR QUICK SALE—Chevrolet Car | 
nearly new, extra good value. | 
| Apply Mrs. J. Morgan, Macleod. | 
| 


Phone 40. tf 


| 
WANTED--To hear from owner of 
good Farm for sale. State cash | 
price, full particulars. D. F. Bush, | 
Minneapolis, Minn, 19-3t | 


|FOR RENT—Comfortable bedroom | 
| suitable for one or two gentlemen | 
good location, Apply Times Office. | 


FOR SALE.—Fifty brand new! 
chairs—$1.40 each. Also four en- | 
amelled Stock Pots, with taps. 
Apply Sid Baker, Cosey Corner, 
Macleod. 22-2t 


| 
{GOVERNMENT LIQUOR  CON- 
| TROL ACT OF ALBERTA 


APPLICATION FOR BEER 
LICENSE 


| 


* 


Public notice is hereby given that 
the undersigned intends applying to 
the Alberta Liquor Control Board for 
a License to sell Beer by the glass, or 
open bottle, for consumption in con- 
formity with the provisions of the 
Government Liquor Control Act of 


under, with respect to the following 
premises: 
The Queen’s Hotel 


24th Street. Town of Macleod Al- 


Alberta, and regulations made there- | 


| 
Situated on lots 26 and 27 north of | 


iT 
PURVEYORS TO 


Are sold under a 


Read the labe 


DISTILLED AND 


WALKERVILLE 
g Distillers 
~ = i — Whiskies 8 


Montreal, Que. 


Don’t forget the Macleod Fair next 
week, 


Dated at Macleod, 
14th day of June, 1924. 


Alberta, this 


16-4t Applicant. 


Get Your 
Jubilee Pictures 
And Photographs 


A large assortment of pictures 
and photographs of feature Jubi- 


lee events now ready. 


SELECT YOURS NOW 
PHONE 64 


The Photographer in Your 


Town: 
H. V. CLARKE 


Macleod Photo Service 


MACLEOD ALBERTA 


HAIL 
INSURANCE 


PROTECT YOUR CROPS 
Against Hail in a good strong 
Company, K. A. Y. will give 
erompt and efficient service, 


CALL IN 


K. A. Y. 


iRealty Co. 


Agents for the 
MUTUAL LIFE 
INSURANCE COMPANY 
OF NEW YORK 


Phone 269, Macleod 


SUMMER 
MILLINERY 


SHADE HATS 


n 
STRAW, LACE 0 
"GEORGETTE 


New Stamped Goods 
Summer Wool 


berta. | 


Swinarton & Grier, 
| 


4 


MISS A. M. WILSON 


The first move of the H.C.L. drag- 
gon, milk has gone up. 


| Mr. Arthur Young visited 
{family at Waterton Lakes last week- 
tend, 


J. L. Curry of the Sun Life Office 
Lethbridge was a business visitor to 
Macleod, 


Ferris and 
| Nanton were business 
Macleod this week. 

| 


Messrs. 


of 
to 


Legler 
visitors 


Percy Gregory of Pincher Creek, 
stopped off in Macleod for a few 
hours enroute to Lethbridge. 


Mr. and Mrs. J. Harwood of 
Pincher Creek were in Macleod on 
Wednesday of this week. 


Mr. and Mrs, Pollard were the 
guests of Mr. and Mrs. Rigauld of 
Eagle’s Nest on Sunday last. 


“Bob” Hamilton of the C. P. R. 
office is back again on the job after 
having a good time on vacation. 


D. J. Grier is a visitor to Leth- 
bridge this week visiting Mrs. D. J. 
Grier who is a patient at the Hospital 
there. 


A large number of Macleod people 
are visiting the Sun Dance being held 
both at the Peigan and Blood Re- 
serves, 


| W. Gell of Granum, was a business 
| visitor here, attending the meeting 
}of the insurance agents of southern 
| Alberta. 


G. L. McDowell of Strathmore, who 
has been staying in Macleod for 
|several days, left this week for 
Spokane, Wash. 


Mr. and Mrs, Wm. Charlton have 
left for Toronto and other points east 
including Niagara Falls, Meaford and 
| Smith’s Falls, 


Inspector J. Morgan returned on 
Thursday of last week from Edmon- 
ton, where he had spent three weeks 
marking exam, papers, 


J. W. McDonald made a record run 
from theLakes on Monday morning 
covering the 68 mile stretch in 2 
hours and twenty minutes. 


George Skelding has been confined 
to his bed with internal stomach 
trouble. He will have to go through 
an operation before final recovery, 


Mr. and Mrs. G, L. Pollard ac- 
companied by Cliff Clarke, motored 
to the Blood Reserve on Wednesday 
afternoon to witness the Sun Dance, 


Judge McDonald and family, with 
Mrs. T. B. Martin, returned Friday 
night from Great Falls, Montana, 
where they have been visiting for a 
few days. 


An old Scotch lady who has been 
| visiting Waterton Lakes, is some- 
what apalled by the mannish costum- 
es worn by many of the girls and 
| young ladies of the West, as we told 
|her, “Summer Girls”. 
| 


Earle Overand, of Okotoks, well 
known in hockey circles, has accept- 
ed a position with his uncle, W. R. 
Morrison, proprietor of Morrison's 
Grocery. 


“GNADIAN GUB 
Binet g 


WHISKY 


As to Quality As to Age As to Genuineness 
By the manufac- By the stamp By the fact 
turers whose of the Dominion that they 
name and trade- Government can be pur- 
marks are their over the cap- chased through 
most valuable sule of every lawful chan- 
commercial asset. bottle. nels, 


Read the Government Stamp over the 
capsule of every bottle. 
HIRAM WALKER & SONS, LIMITED 


London, Eng. 


his | 


triple guarantee. 


l on the bottle. 


BOTTLED BY 


- ONTARIO ‘ 
of Fine w~ ite” 
fri, @ 


LOCAL AND PERSONAL NEWS 


Mrs. Freddy Morris with her little 
son Charlie, is visiting her Mother, in 
British Columbia. 


! 
| iss Marie Mensaghi has returned 
|to Calgary after spending a few days 
; with her parents at Macleod, 
| eo eee 
| 

W. F. Vellacott for many years an 
employee of the Canadian Customs 
has resigned from the service. Mr. 
Vellacott has lately been stationed at 
Lethbridge and previous to that was 
at Macleod for several years. 


Mr. and Mrs. J. Morgan are re- 
joicing over their son’s success in his 
examinations at Paris University. 
He expects to return home after 
spending two months taking a sum- 
mer course at Grenoble, France. 


The local anglers are having some 
good sport in the river these days. 
|Some good greyling catches are now 
being reported. One lucky fisher- 
man pulled out a nice trout just in 
front of the old Hospital West of 
Macleod. The catching of trout in 
this vicinity these days is a rare oc- 
curence, 


The Macleod ball team met with 
decisive defeat at the hands of 
Claresholm on Tuesday last, the 


score was 12 to 2 in favor of Clares- 
holm. What else was to be expected, 
no practise, no nothing, the Season 
went off with a bang, and we are 
sorry to say again the the season 
went off with a bang. Why stop the 
enthusiasm, Joe. 


“Mart” Thomson, the renowned 
broncho twister of Macleod, and one 
of the star performers at London’s 
great exposition, returned home this 
week, looking fine and fit after his 
sojourn in the world’s capital. Mart 
is tickled to death to get back to the 
prairies, He claims that shut in life 
on the other side doesn’t appeal to 
him one little bit. He had a fine time 
but in his own words, “He'd hate like 
—— to live there,” 


The Fashion Billiard Parlors have 
challenged the cuists of the Macleod 
G, W. V. A. at the Club Rooms. It 
will be a six team affair of 150 up, to- 
tal number of points winning. The 


| 


SPECIAL FARES TO 


Re Medicine Hat Exhibition | 


AUG. 5th --- AUG. 6th 


LRHERTA 


\ 


vturn games at the Fashion Parlors 
vill be played the following Tuesday, 
ugust 26th, This match is causing 
ftite a lot of interest in town, as the 
‘doubtable “Spud” thinks hid “Hex- 
«onal” aggregation are unbeatable, 
bu\ the Vets have several dark horses 
who have not yet been expanded tc 
any great extent. The result of the 
first contest is anxiously looked for- 
ward to by all local billiardists, 


A TRIBUTE TO THE 
MACLEOD JUBILEE 


Thanks to the movies and to mod- 
ern fiction by certain outside writers, 
the Canadian Mounted Police no lon- | 
ger go their path of duty silently and 
unknown. The celebration of the 
fiftieth anniversary of the establish. | 
ment of this great force which took | 
place at Macleod, Alberta, this month | 
stirred interest far and wide for the 
red riders of the plains. 

Macleod was well chosen for the 
pageants and sports for it was to that 
point, on the Old Man river, not far 
from the Montana boundary, that} 
the bulk of the original force of 250) 
men who left Toronto in June, 1874, | 
were destined. There was much | 
smuggling over the border at that | 
time, and though there was but 
sparse population on the Canadian) 
plains it was desirable to establish 
order and avoid the lawlessness which 
prevailed in the early days of the 
American West. Part of the men 
went north to Fort Edmonton and 
the remainder reached Fort Whoop- 
up, near the boundary of Montana, 
but there being no habitation here 
they moved on and established Fort | 
Macleod, which was named after 
Lieut,-Col. Macleod, their command- 
ing officer. | 

In the Edmonton contingent was a 
young officer known in later years as 
Major.-General Sir Sam. Steele, while 
at Fort Macleod was a young Irish 
adventurer who as Sir Cecil Denny 
was among the handful of veterans 
of '74 at the celebration. Sir Fred-| 
erick Haultain, Chief Justice of Sas- | 
katchewan, was a noted figure at the} 
re-union. It has been men of this} 
high calibre, courageous and fond of | 
adventure, who have done so much to | 
keep high the standard of the red- | 
coats of the plains. Lonely settlers | 
far from town and their fellows, have | 
felt, during all these years of the | 
making of the West, the security in- | 
spired by the sight of the solitary | 
horseman as he passed on his way on 
the far horizon. The isolation of the 
settlements made for boldness by! 
lawless men, who were quickly res- 


trained or driven out by the force | 
whose motto was “Get your man.” | 
The Indians learned to respect the | 


redcoats and in early days heard of | 
the Great Mother, Queen Victoria, | 
across the seas, who would preserve | 
justice if they obeyed her laws. | 

The life of the Mounted Police was | 
often as hard and dreary as that of | 
an exile. There were long, hard} 
rides in all kinds of weather, and at | 
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REACH & COMPANY, LTD. 


DRY GOODS, BOOTS & SHOES, CLOTHING, ETC. 
~ GROCERIES AND PROVISIONS 


FRUITS, VEGETABLES, SALADS 
CONFECTIONERY 


FRESH FRUITS AND VEGETABLES ARRIVING EVERY DAY 
HOME GROWN AND IMPORTED. 


The scarcity of rain has a depressing effect on buying. People are 
saving money instead of spending it, only necessary articles are 
asked for. No matter how tempting the prices it is useless to ad- 
vertise what you are trying to do without—our policy is to lighten 
our stock till things look brighter. 


We dress the window and show cases with prices at ruinous figures. 
As Leather Goods are high it is necessary to give you White Canvas 
Wear at Cost, and less than manufacturer’s cost. This hot wea- 
ther White Wear should be very popular. On regular purchases you 
get 10 per cent. off. What little money is circulating we want to get 
a share of it, and the only way is to make the cost appealing to you. 
Boys’ and Mens’ Suits we can save you money on, 


Ladies’ Oxfords in Kid and Patent Leather. 


A large, stock must be 
cleared out regardless of cost. 


Ginghams and Prints from 25c. per yard up, Give us a trial and 
we will endeavor to please you. 


Hosiery for Men, Women and Children at Cut Prices, 


‘ 


REACH & COMPANY, LTD. 


SMOOTH, MELLOW, 
PERFECTLY MATURED 


A Na 


evening, with horse tethered by some | This advertisement is not published or displayed by the Liquor Control 
stream, there was nothing to do but | Board or the Goverrnment of Alberta. 


lie down and watch the stars and 
dream of home. Then there would | 
come a storm. One of these was | 


thus described by a “Mountie”: 

The rain came down in bucketfuls. | 
We were compelled to rise and roll up | 
our blankets and hold on to the pole | 
and skirts of the tent to prevent it 
being blown away. The level space 
outside was soon changed into a 
lake, and with every flash we could 
see our poor horses standing in this 
sheet of water, with their backs | 
humped up and turned toward the | 
pitiless storm. | 

Hardships have been lessened as 
the prairies have been further occu- | 
pied, but the great service of the| 
pioneers for law and order in laying 
foundations for good government can 
never be overestimated. 


ST. ANDREW’S PRESBYTERIAN | 


CHURCH. 
Services: | 


11 a.m. and 7.30 p.m., the sermon | 
being preached by Rev. D. Donaldson, | 


of Cowley. | 


THE ELSA BEAUTY PARLOR | 


FOR APPOINTMENTS 


Phone 141 


GOING DATES --- Aug. 4th to Aug. 5th and Aug. 6th for 
trains arriving Medicine Hat before 2 p.m. 

RETURN LIMIT---August 7th, 1924. 

INFORMATION and TICKETS from 


21-2t 


The gin you will ask for again 
because of its unvaryinghigh quality. 


; tisement is not 
Contro] Board or by the Go 


W. V. PRICE, Ticket Agent. 


ub d or displayed by the Alberta Liquor 
vernment of the Province of Alberta. 


CALGARY BREWING & MALTING CO., LTD. 


Calgary’s Most Famous Product Back on the Market 


CALGARY BEER 


The Malt Beer of Canada 
Deliveries can now be made to Permit Holders at their 


residences as defined under the Act, or purchases may be 
made at the Warehouse situate on 15th Street, east of the 


Macleod Flour Mill. 
Manager, S. HEAP. _ Phones 69 and 284 


This advertisement is not inserted by the Alberta Liquor Con- 
tro] Board or by the “Government of the Province of Alberta,” 


OUR SATURDAY 
SPECIALS 


PRIME RIBS BEEF—Boned & rolled, per lb. 20c 
POT ROASTS—perlb, .. ........,.10¢ to 124%c 
BOILING BEEF—per lb. .. 


CHOICE 
CHOICE 
CHOICE 


CHOICE SHOULDER ROAST VEAL— per lb. ......16c 
MILD CURED CORNED BEEF—per lb. .. .. ......10c 
CHOICE PICKLED TONGUES—per Ib. .. ........20e 
PURE LARD— home rendered, per Ib. .. os accsecealite 
PRIME ROAST BEEF DRIPPING—per lb. .. .......10¢ 


BUY YOUR MEATS WHERE SANITARY CONDITIONS 
ARE THE MOST PERFECT IN THE WEST, 


P. BURNS & Co., Ltd. 


roman, 


